Believe  Simple 


QUICK  RELEASE 


BARBELL  CLAMP 


When  doing  exercises,  security  is  Job  one.  Whether  you 
want  your  weightlifting  activities  to  be  as  safe  and 
situations  that  the  movement  you  lift  the  bar  is 
those  misfortunes  from  taking  place,  it  is 
you  lift.  Unlike  traditional  spring  clips  need  to 
the  bar  with  just  a  press  of  the  latch. 


lete  or  an  amateur.  You 
ibie.  However,  there  are  some 
ing  all  over  the  place.  To  prevent 
heavy  plates  to  your  barbell  before 
r  installment,  our  product  down  tightly  on 


1”  size  for  a  daily  workout 


Effortlessly  remove  them 
to  swap  out  weights  at 


One-click  lock  lever  quick 
to  install  and  release 


WE 


A  good  partner  in  weightlifting 

Prevent  your  bars  from  breaking  or  warping 
Allow  you  to  lift  as  hard  and  heavy  as  you  like 
No  annoying  plate  movement  and  uneven  weight  distribution 
Easy  to  carry  and  store 


